UNIT  CONSTRUCTION  COSTS                                    1611
the shops. The small doors, all windows and frames were wood. This account covers the cost of the door and window material listed below and the labor of installing the same.
51 windows, 3 ft. 9j in. by 7 ft. 81 in. by If in.    These were
grouped 16 in triple frames, all glazed...........................      $305.99
16 wood frames for 48 of above windows..........................        170.32
Lumber for 3 window frames, all door frames and all hardware....         83.78
1 0. G. 1 light glazed door, 3 ft. 6 in. by 7 ft. 1 3/8 in................           7.91
Two 9 ft. 10 in. by 7 ft. 6i in. Kinner rolling doors................        157.30
Steel lintels..................................................       331.01
(See Fig. 27.)                                                                         ----------
$1,056.31 Account 8812.11—Concrete Sills.
See account 8703.11. Sills were made here for frames of  account 8812.10. (See Fig. 22.)
Account 8812.2—Tile Walls.
Same as for account 8703.11.
Account 8812.21—Unloading Tile.
Same as for account 8703.21.    (See Fig. 26.)
Account 8812.22—Coping.
Same as for account 8703.22.    (See Fig. 28.)
Account 8812.3—Painting Roof.
This covers the labor and material of painting underside of corrugated iron roof 2 coats of lead and linseed oil, cream color.
Account 8812.31—Ventilators.
Same as for account 8703.31. These three ventilators were 48 in. diameter with round base. (See Fig. 25.)
Account 8812.40—Floor Excavation.
This entailed cutting down the front in the warehouse 6 to 8 in. and backfilling in places.
Account 8812.41—Floor Concrete.
This concrete floor was cast in large 6 ft. to 8 ft. blocks, 4 in. thick, with sand joints between blocks. The concrete was hand mixed in the proportions of 6 sand and gravel to 1 cement. It was transported in wheelbarrows 100 ft. The top finish, f in. thick, was 2 sand to 1 cement. This top was troweled smooth.
Account 8812.50—Lighting.
This account covers the cost of the following material and the labor of installation.
26 carbon lamps, 16 c.p.          365 ft. brewery cord
170 ft. No. 12 weatherproof wire.lades ...................	........     . .....             5.55
